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THE NEWEST THINGS. 

Our customers cannot be expected 
to know the latest improvements in 
heating, lighting and plumbing. That 
is our work. Through “Domestic 
Engineering” (our leading trade news- 
paper) we keep weekly in touch with 
the offerings of inventive manufactur- 
ers and thus learn of the newest and 
best things in our line. As we sell 
none but reliable goods, bearing the 
maker’s name and guarantee, and em- 
ploy none but skilled labor, we are in 
position to sell you the right equip- 
ment for your building. City or coun- 
try, it’s all the same to us. We can 
supply you with a heating, lighting, 
plumbing and sewage disposal plant. 
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An advertiser of national 
reputation in the plumbing 
field, using all the papers 
published in that field, I be- 
lieve, recently sent us a let- 


Some 
Facts 
Made 
Public 


ter containing the following 
request: 

“We should like to know 
the number of copies circu- 
lated by you each week, and 
would thank you to apprise 
us of this fact at your ear- 
liest convenience. It is need- 
less to say that this infor- 











mation will be regarded as 
strictly confidential.” 
This is a perfectly natural request for an advertiser 
to make and “Domestic Engineering” believes that he 
Further, while no other ad- 
request, it is but fair that tn- 


is entitled to the facts. 
vertiser has made this 
formation furnished one should be furnished to all. 
Still further, if it is interesting to the actual advertiser 
to receive this information, it is even more interesting 
to the prospective advertiser, who is thinking of using 
the trade press, but does not know which particular 


trade publication will best meet his needs 


Therefore | desire to make this information public 


for the benefit of those who are interested The fol- 


lowing jis our reply: 


“Wich very great pleasure we submit to you a state- 


ment orf the circulation of Domestic Engineering, 


and we cordially approve of your step in this direction. 
We are not able to understand why newspaper pub- 


lishers should expect persons to buy their product 
without any information whatever as to what they 
are receiving. 

“On August 7th, 1909, we had 9,822 paid subscrib 


ers, divided among our different editions as follows: 


Western States edition..............3,276 
Philadelphia edition ......... 2,205 
New York edition........... 1,945 
soston edition 1.307 
Pacific Coast edition 1 .OS9 

9 822 


“If you desire still more information concerning this 
circulaticn, we can furnish you the exact number of 


subscribers in each state. 


“We cnclose herewith Post Ofhce receipts covering 
this circulation. By taking a copy of “Domestic En- 
gineering” for each edition, which we are sending you 
dividing the 
receipt 


under separate cover, and weighing it; 
number of pounds paid for 
for that particular edition by the number of ounces 


verliy the number of sub- 


as shown by the 


the paper weighs, you should 


scribers given on the preceding page—bearing in mind 


that there will be some slight variation which may be 
due to sample copies. 


“We also enclose the bill for the bindery for that 


particular week, which should check up with the total 
number of subscribers for each edition. 
“We also enclose the bill from the addressing com- 
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pany for addressing the wrappers for that particular 
issue, which should check up with the Post Office 
receipts, with the bill from the bindery, and with our 
claim for circulation. As a matter of fact, for that 
particular week we printed 10,072 copies of the paper. 
We print a number of each issue more than we have 
subscribers for our solicitors, our files, etc. These ul- 
into circulation. 

“There is only one more thing which the advertiser 
should take into account and it is fully as important 
as all of the foregoing things combined, and that is the 
quality of circulation. For example: Your company 
disposes of its plumbing product exclusively to con- 
Therefore, it may be assumed that 


timately vet 


tracting plumbers. 





DOMESTIC ENGINEERING 


The foregoing letter was duly acknowledged by our 
customer as follows: 

“We ezre in receipt of your statement regarding cir- 
culation, and wish to thank you for your prompt com- 
pliance with our request, and for the very thorough 
manner in which you covered the case. We will keep 
your figures on file for future reference. 

“We can see no reason why every publisher 
not be just as open and aboveboard with their circula- 
tion figures as you have been. 

“We believe it is to the credit and benefit of 
publishe: to take the stand you do.” 

Our letter to our customer was accompanied by the 
United States Post Office receipts, the bill from the 


should 


very 


- 


- 


Chicago, ___ or — ” 


To Wallace Automatic Machine Addressing Co. Dr. 
ADDRESSING MACHINES AND MACHINE ADDRESSING 


401-402 Pontiac Building 


TERMS: WET CASH 30 DAYS 





358 Dearborn Street 
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Wallace Automatic 
Engineering.” 


Reproduction of Invoice from 


issue of August 21st of ‘‘Domestic 


it is not particularly interested in having its advertise- 
ments placed before non-buyers. This leads us to 
observe that in addition to the quantity of a paper’s 
circulation, the quality of its subscribers is of the very 
greatest importance, and “Domestic Engineering” 1s 
ready to submit to you the names and addresses of its 
paid subscribers to show you that, speaking in a broad 
few possible exceptions, no 


and subject to a 


journeymen plumbers are to 


sense 
be found in our subscrip- 


tion list 


“T assure you that it gives us the very greatest pleas- 
ure to submit this information to you, and we release 
you from strictly con- 
fidential. 
are ashamed of, as we believe we have on our mailing 
list practically two out of three of all buyers of 
plumbing goods in the United States.” 


your intention to consider it 


There is nothing in this circulation that we 


hah fu 


Machine 


le ¥ 
IF 
/7 
WE | 

JF IZ 

(FOF 


Addressing Co. for addressing 19,020 wrappers for 


binder and the bill from the company which addressed 
the wrappers for the issue of Aug. 7, 1909, and these 
documents remain in the files of our correspondent 
and cannot be reproduced here. 

That all our aadvertisers and prospective adv 
may have actual proof of “Domestic Engineering's’ 


tisers 


circulation, we propose to give them the information 
for the latest week possible, that of August 1909 
Jetween August 7 and August 21 a very careful ex 
amination of our records disclosed a few names who 
were no longer subscribers and their names were fre 
moved, so that the total number is slightly less for the 
later date. 
Actual Subscribers. 
On August 21 there were 9,759 subscribers comply 
ing in every respect with the regulation of the Post 
hscriber 


Office Department as to what constitutes a su 
These were divided among our editions as fo 


ty 
»vV¥ > 
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Domestic Engineering for week ending ®&/21/09 
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' No. | = 1 A 


| Name of Publication, 

Or News Agent, 
Weight of Sample Copies (Sample Copies are alwaya Subject to Pos 
Weight of Copies to Subscribers, Subject to Postage, - 

| Total weight of Copies subject to postage at One Cent a pound, - 
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Copies Bound. 
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Copies Mailed. 
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Roughing-In Stacks and Branches 
IvV* 
Epitep By Jno. K. ALLEN 


Mem. Am. Soc. Inspectors of Plumbing and Sanitary En- 
gineers; Mem. Royal Sanitary Institute of Great 
Britain; Assoc. Mem. Am. Soc. Heating and 
Ventilating Engineers; Hon. Mem. 

Chicago Architectural Club 


Written expressly for “Domestic Engineering.” All rights 
reserved. 


OQuTLETS TO VENT STACKS. 

There is more definite practice in the locations of 
outlets to vent stacks than to either soil stacks or 
waste stacks. This is due to the fact that if the 
vent outlets are not located at the right height, one 
or other of two conditions will obtain. This is 
shown by referring to Figure 2, which illustrates, 
diagrammatically, the roughing-in for an ordinary 
single bathroom on the two-pipe system, on one 
floor of a building where other fixtures discharge 




















showing roughing-in for an ordinary 


Sketch 
single bathroom on the two-pipe system, on one floor of 
a building where other fixtures discharge into the stack 


Fig. 2 
above 
into the stack above. It will be observed that the 
outlet to the vent stack is taken off above the out- 
let to the highest fixture in the group. The reason 
for this is so in case of a stoppage of the waste pipe 
the vent pipe and stacks cannot be used as a waste 
pipe. That is what would occur if, for example, 
the fixtures were roughed-in so that the vent pipe 
was connected to the vent stack below the outlet 
to the lavatory, in case of a stoppage of the waste 
pipe from the lavatory, the water would overflow 
through the vent pipe and down through the vent 
Should 
this pipe in turn become stopped, the waste water 
would flow through the vent pipe into the vent 


stack, and out to the sewer through the house drain 
With the 


pipe from the closet into the closet bend. 


without the stoppage being disclosed. 


*Previous installments in this series of articles were 
published in the issues of January 23 and 30, and February 
13. The back numbers can be obtained for 10 cents a copy 
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vent pipe located above the outlet to the basin, but 
not above the top of the basin, in case of a stop- 
page the water can still overflow through the vent 
pipe, thus preventing water overflowing the fix- 
tures in case a faucet leaks, while at the same time 
the lavatory standing half full of water indicates 
to the inmates of the household that something is 
wrong, so the plumber can be called in. Sometimes 
the vent pipe is run above the level of the top of 
the lavatory. This is not so good a practice, for in 
case of a stoppage, if the faucets leak, as 1s often 
the case, the water cannot escape from the drainage 
system and will overflow the fixtures, thereby in- 
juring the floors, walls and ceilings. The rule may, 
therefore, be stated to be that when roughing-in the 
two-pipe system to a battery of fixtures, the open- 
ing to the vent stack should be left above the out- 
let to the highest fixture in the group, but below 
the level of the top of the fixture. 

When the plumber is roughing-in the cast-iron 
soil pipe, and before it is ready for the lead rough- 
ing, he should keep all outlets well plugged with 
oakum to keep dirt, brick-bats and other articles 
trom falling in the pipe and subsequently obstruct- 
ing the drain. Not only the ends of the vertical 
stacks, but likéwise the branch outlet 
filled with oakum. The plumber, in plugging an 
outlet with oakum, should exercise care not to use 
so small a wad that it. can slip inside of the pipe, 
and he should assure himself that the oakum is not 
pushed down into the pipe, but projecting above the 
hub so that it can be seen, and so a pipe or fitting 
cannot be calked into the hub until the oakum 1s 
badly 


should be 


removed. Many drainage 
plugged by oakum which has been put in a pipe to 
subsequently becomes pushed 


systems are 


exclude dirt, and 
down so that it is not visible when extending the 
drain, and becomes permanently enclosed by the 
W hen 
the lead roughing is installed, the ends of the lead 
branches should likewise be protected with oakum 
until such time as the plumber can permanentl\ 


calking of additional lengths to the pipe. 


close the pipes by pinching the ends together and 
tting 


; 


soldering them preparatory to testing, or by fi 
circular disks into the pipe outlets. The latter 
method is the better one, as it leaves the pipe pet 
fectly cylindrical, so the floor can be neatly fitted 
around the outside. 

In addition to protecting the pipes from the en- 
trance of foreign substances which might subse- 
quently cause a stoppage, the plumber should iur- 
ther protect his work after it is installed, Ds 
covering it with planking and otherwise boxing | 








th 
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in so that it cannot be damaged by other workmen, 
particularly plasterers, dropping planks on it. This 
precaution is particularly important with regard to 
the lead roughing, for many dollars worth of time 
can often be saved by a few minutes’ work, nailing 
strips and boards in place to protect the pipes. 

All 


To be continued. rights of republication reserved. 


Successful Steam Fitters and How 


They Got There 


BY CHARLES B. STARKEY. 


for “Domestic Engineering.” All rights 


reserved. 


Written expressly 


A successful man is one who has got action on 
his opportunities and thereby arrived at prosperity. 
The resulting position was not acquired by some 
happy freak of fortune nor because the winner was 
born under a lucky star. /t was the consequence of 
long years of training which fitted the man for the 
place. 

There is almost no limit to what can be accom- 
plished in this world so be it that the person is 
minded to get results. Several instances occur to 
the writer as worthy of mention. 

Example A is a man who got there by observing 
the following points: 

I. Keeping his eyes open. 

2. Asking questions. . 

3. Reading Trade Newspapers. 

4. Studying constantly larger and better work. 

Example B succeeded by: 

1. Occupying his spare time in study. 

2. Associating with those who knew more than 
he did regarding the business. 

3. Making the acquaintance of the best and 
most influential people in the community. 

4. By constantly following these practices. 

Example C acquired prominence by: 

1. Becoming master of his trade. 
2. Having nerve enough to run his own busi- 


ness. 


3. Throwing out branch shops, he furnishing 
the capital while the partner did the work and 


shared the profits. 

4. The ability to select good men. 

a , . . . . 

txample D occupies his present position because : 

I. He installs first-class goods and work only 
and absolutely refuses to put in a bum job. 

2. He knows the business from a to z. 

3. Ile understands how to figure work at a 


Profit and does so always knowing where he is at. 


4. He is willing to assist others. 
Her, 


are sixteen reasons given which enabled 
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these men to succeed. They are just plain common 
sense consistently and continuously applied, and any 
one can do this who so desires. 

Note the following points: 

First: These men knew what they wanted and 
did not strive to accomplish the purpose in a hit or 
miss fashion. 

Second: They struggled on until they had thor- 
oughly mastered the business. Any one of the 
bunch can pick up the tools and make good on thew 
work. Likewise they can boss a job, estimate a job 
and sell it at a profit, and if there is no profit tm 
the job it is “passed up.” 

Mr. A was a man who wanted to change his busi- 
ness because of ill health, so he looked about and 
decided to take up the heating business. He bought 
a kit of tools, hired a fitter and started in with the 
intention of doing honest work and pleasing his 
customers. He read much, worked hard and traveled 
considerably with the result that on the class of 





+ 


Persistency in purpose-75% of 
Success. The other 25% comes from 


experience. 














work which he made his specialty, viz.: residence 
heating, there are today few better in the United 
States. 

Mr. b was a young man who aspired to become a 
first-class, educated journeyman steam fitter. He 
served in different shops and always put up as good 
a line of work as possible. He never was afraid to 
attempt a job because he had not seen it done be 


He also travelled. 


lacking in good judgment in many things and used 


fore. This man knew he was 


all endeavors to “get wise.’ He raised his stand- 
ards of lite by associating with creditable people 
and tried every day to wmprove. 


~— « 


Conducting himself upon these lines is it any 
yreat wonder that he should succeed? 


Mr. C 
oughly. 


and Mr. D both learned their trade thor 
They began small and then mastered th 
shop methods and later the salesmanship end of it, 
and soon saw the folly of installing work minus any 
profit. 

They are men who do not care what the other 
They do not have to for 
they can secure work at practically their own price 


tellow’s price is on a job. 


Observe, if you please, another feature cropping 
out in the life and experiences of these successful 
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fitters, and that is, they all travelled, and (1 will add 
another point) these men kept sober. 

There are some men so hidebound that they do 
not want to know any more than they have been 
forced to acquire. 

Some in this particular class have never in their 
lives been 100 miles away from home, and would 
not make even a third class sprinkler fitter, yet have 
the nerve to pose as a steam fitter. 

Some of this class eventually assume to run a 
shop, and are so extremely liberal minded that 
rather than pay their help one cent more than $2.50 
per day they would squeeze the feathers out of the 
Indian’s head dress. I wonder when the craft will 
catch on to this fact and prepare to meet it with 
twentieth century intelligent methods, /uxuries of 
the past are necessities today. 

Messrs. A, 
felt that it was up to them to do so. They struggled 
faced the front, 
though the writer well knows that many times the 


b. L. and D succeeded because they 


hard and future with a brave 
road was mighty difficult, the rations slum and the 
burdens heavy. 

Nevertheless having decided upon the goal they 
simply refused to be thrown into the discard. I am 
going to tell an old story to point a moral: 

Two trogs were out ona picnic. In the course ot 
their ramblings they landed in a farmer’s can of 
milk. 

(One of these frogs possessed little force of char- 
acter and after a few weak efforts he said, “Oh, 
what's de use’’ and sank to the bottom with a gurgle 
of despair. 

Pretty rich that, for a frog; but it is the way the 
story goes and so | suppose it must be true, 

Now the other frog possessed an entirely different 
He was a fighter and just loved the 
strenuous act. So he hit out with all fours and 
churned the milk amazingly and to such an extent 
that when the farmer opened the milk can he found 
the mangled remains of one frog, while there seated 
upon a fine roll of butter and unconcernedly hum- 
ming a refrain from the “Merry Widow Waltz” was 


disposition. 


the vigorous frog, who had sense enough to strike 
out and make a play for his existence. 

From which it would appear that this particular 
frog had a mighty good idea of the results of appli- 


cation to the business on hand. 


The Amateur’s Annual Trip. 
“Tyoesn’t this weather make you want to go fishingr” 
“Nope.” 
“How’s thatr” 
“T’ve been fishing.”—Louisville Courier-Journal. 


Some Tips tor the New Inspectors 
By Pheenix. 


Due to the progress of events some oi the boy are 
now marching around in fine clothes with shining brass 
buttons and looking wise while telling other members 
of their former craft where to head in at. Perhaps 
a few hints in a regular form for some of these plumb- 
ing inspectors may not be amiss. Many of these in- 
spectors know ail the kinks and wrinkles that any 
job could have. Also they are dead wise as to al! the 
tricks of the trade; but when it comes to the point 
of considering the principles, why then they are leary 
of that part of the craft. There is a great difference 
between finding two or three leaks, or knowing whether 
the system is correctly laid out. Try to catch on to 
the manner of grasping the job as a whole instead of 
fussing around and getting into a flurry over the 
minor details. There is plenty of time to see to them 
before the inspections are completed. A cracked or 
porous fitting can be removed without much trouble 
but is the whole system laid out according to the sani- 
tary regulations? Here are four points to notice: 
First: The system must be arranged in such a 
manner that no sewer gas can possibly enter the 
building. 

Second: 
cient to insure the water’s passing off rapidly and 
should be fixed so that there will be no dead ends. 

Third: The system should remove quickly from 
the house, or building, to the sewer, everything al- 


The piping should have a good fall, sufh- 


lowed by the plumbing law. 

Fourth: Special notice should be taken o€ the out- 
side pipe connecting the sewer with the house outlet at 
least three feet from the outside wall. 

The writer does not -elieve in the use of earthen- 
ware or tile drains upon any plumbing job. 

It is admitted that the first cost would be more in 
using iron pipe from street to house; but after the tile 
drain has been stopped up and relaid several times, 
as occurs to tile drains, the cost will be found to favor 
the iron pipe by a large margin, to say nothing of the 
annoyance and inconvenience caused by the suspension 
in use of the plumbing system. 

In case I was called upon to tmspect an old job and 
found that air from the sewer was present in the hous 
I would not try to scare the wits out of the owner 
by preaching a sermon upon the horrors of sewer 





The Plumbing Inspector should be 
an Authority on Sanitary matters. 





How many are? 








gas and its deadly effect. Say, you would feel like thir- 
ty cents to have some bright man who had read &! 
article upon the subject say to you, “Why, th old 
chestnuts of ideas on sewer gas have been exploded by 
the master plumbers; you are not on to your job, Mr. 
Inspector.” In case there is sickness and sewer gas 
at the same time in that house, look to th: 
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and the drinking water, and if the children attend 
school or work in a factory investigate the conditions 
at the other end of the route. 

This article is not intended to be an exhaustive 
treatise upon the subject, but it is desired to call at- 
tention to some general points which would apply to 
almost any job. It is unnecesary to give any advice to 
inspectors upon such points as properly lead caulked 
joints, the sufficient and proper supporting of pipes, 
using as few turns as possible, or running vent and soil 
pipes full size through the roof. Any man worthy of 
the name of journeyman knows all that from his com- 
mon every-day experiences. 

Here are, however, some points which are well worth 
notice: 

First: All fixtures, cleanouts and traps should be 
exposed and easy accessible. 

Second: The pipes should not be too large but 
should be properly adjusted to the amount of water 
to be carried. This will tend to concentrate the wa- 
ter in flushing and give much safer results. 

Third: Two buildings should not be connected into 
one drain before it reaches the sewer. 


Fourth: Bunch the fixtures and have as few stacks 
as possible. 
Fifth: Arrange fixtures in vertical groups if it can 


be done. This means in case an extra lavatory or 
closet is to be used to put it upon the floor above if 
possible rather than in some side room on a long 
horizontal run. 

Sixth: Call the owner’s or architect’s attention to 
the fact that in the rooms which have plumbing fixtures 
there should be one or two windows, as we are not all 
of us millionaires able to afford a fan blast system of 
ventilation in our residences. 

Seventh: Insist that each plumbing fixture shall be 
scientifically and separately trapped and vented. 

The writer believes that all fixtures should be in- 
stalled in the most simple manner which is consist- 
ent with safety and the best regulations. When re- 
pairs are necessary much less time will then be taken 
in doing the work and the customer cannot help but 
be in a much better humor. 

There is little satisfaction, credit or profit in job 
work, Any householder gets grouchy at having to pay 
from $1.50 to $3.00 for a job which he could repair him- 
self for about two bits. 


Naming the Twins. 

The naming of twins was the subject of an amusing 
story told by Lady Balfour, of Burleigh. 

“A friend of mine,” she said, “had the good fortune 
—or misfortune—to have three sets of twins, and as 
each pair came the parents puzzled their brains to dis- 
cover suitable names for them. 

“The first pair, being girls, were called Kate and 
Duplicate: the second, a brace of boys, were named 
Peter and Repeater, and the third, also boys, Max and 
Climax, 


“But the question then arose: What if there should 


be a fourth, and even a fifth pair? A young lady solved 
the difficulty respecting the fourth by suggesting Ann 
and Another, while in the case of the fifth a well known 
_ came to the rescue by suggesting Hugh and 
ry,” 
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Questions and Answers 


This department is maintained for the use of every 
reader of “Domestic Engineering.” We solicit prob- 
lems from you and will give them our best attention. 
In stating your questions please give all of the facts 
as clearly as possible and when necessary accompany 
your question with a correct layout of the job. 


WHY WILL THIS JOB NOT CIRCULATE? 


198. New Orleans, La.—To the Editor of “Domes- 
tic Engineering.” Sir: I would appreciate it very much 
if you will kindly tell me why the job of hot water 
heating shown on sketch will not circulate. The same 
will circulate but very little to the first radiator and 
not at all to the last one. The first radiator will 
barely get warm and the second will not heat at all; 

















The job is a straight one, two radiators on each 
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Sketch of hot water job in which there is no circulation 
on the underground system. 


side of the heater heating two rooms, one a bath room 
and the other a barber sheep. I have used long radius 
fittings and I also have both sides of the double ell 
vented as shown. The job works all right using the 


overhead direct system but will not work with the 
underground system as shown although there is a 
proper fall to the radiators and back to boiler. G. 


The reason that water circulates in a hot water heat- 
ing system is on account of the difference in tempera- 
ture between the water in the feed and return pipes, this 
causing a difference in weight which is the force caus- 
ing the flow. In your sketch the radiators are on the 
floor line with no head whatsoever between the return 
tapping of the boiler and the radiator. The return 
tapping of the radiator must be above the return inlet 
to the boiler, and the inlet to the radiators should be 
at the top instead of at the bottom in order to give 
a difference in temperature between the feed and the 
return pipe. This difference in temperature must oc- 
cur above the level of the return tapping in the boiler. 
[In other words, you cannot circulate from underneath 
the boiler. From your drawing your floor line is be- 
neath the return tapping of the boiler, and consequently 
you will not get any circulation through the radiators. 
If these radiators are placed on the ceiling in the 
form of coils there will be circulation through them 
and you will have no further trouble. As stated above 
you could get the same results if the radiators were 
high enough above the return tapping of the boiler. It 
might be possible to circulate beneath the floor (or 
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return tapping of boiler) by using some of the patent 


appliances advertised to put an extra pressure of about 
ten pounds upon the job. 


HOW FAR WILL A PUMP LIFT WATER? 
20). Clinton, Ia.—To the Editor of “Domestic En- 
gineering.” Sir: Will you kindly state the distance 
that a pump of the ordinary kind will raise water? 
W. G. 
In theory a pump will raise water slightly more than 
34 feet. Practically, however, this distance is reduced 
to about 28 feet on account of the weight of the valve 
and the loss from friction. 


WHAT ABOUT THIS SANITARY (?) INSTAL- 
LATION. 


200. Birmingham, Ala.—To the Editor of “Domestic 
Engineering.” Sir: We are sending floor sketch and 
side elevation of a job upon which we would like some 
information. On the north side of the building, as 


shown in Fig. 1, is a pit about 4x25 feet, and so built 
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Fig. 1. Side elevation of job showing manner of running 
the stack, location of cesspool, and location of fixtures. 


as to make it air-tight. Would a four-inch vent stack 
out through root on the north side of the building be- 
two toilets improve the plumbing or would 
it siphon th: ; G, J. 
We would ask our correspondent to carefully read 
the article upon “Outlets to Vent Stacks” in this issue 
S3urton 


tween the 


traps: 


and also “The Cesspool and Its Dangers,” by 
J. Ashley, C. E., published in “Domestic Engineering,” 
August 28, 1909, and again the article on “Some Tips for 
the New Inspectors,” by Phoenix, published in present 
issue of “Domestic Engineering,” in addition to which 
we will say that there seems to be no means whatever 
provided on this job for venting either cesspool or 
system or traps. If this job is installed as per draw- 
ings when the closets on the top floor are flushed at 
the same time, the water will rush down the stack, and 


if the amount is enough to fill the pipe it will com- 
press the air sufficiently to drive some of the foul air 
in the lower part of the system out of the traps upon 
the lower floor. 


As no means of ventilation for the 
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system seems to be provided the 4” pipe will always 
be full of foul air. We consider that there should be a 
four-inch vent upon the line between the cesspool and 
the outside of the building and that also there should 
be a stack inside the building, preferably upon the 
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north side, this ventilating stack to be 4” in size and 
to run in as straight a line as possible through the roof 
discharging freely into the air, and each fixture vented 
into this stack. 


INFORMATION ABOUT WIND PRESSURE. 


199. Duluth, Minn.—To the Editor of “Domestic 
Engineering.” Sir: Can you give us any information 
as to the pressure exerted per square foot by the wind 
blowing at different velocities and also the number 
of miles covered per hour? Inquisitive. 

The most common velocities per hour of the wind 
are: Seven miles an hour a gentle air; 14 miles a light 
breeze; 21 miles, a good steady breeze; 40 miles, a 
gale; 60 miles, a heavy storm; 80 to 100 miles, a hurri- 
cane sweeping everything before it. A comparison of 
velocity and pressure tells us that a wind at five miles 
an hour has a pressure of 2 ounces to the square toot; 
10 miles, % pound; 20 miles, 2 pounds; 30 miles, 4% 
pounds; 40 miles, 8 pounds; 50 miles, 13 pounds; 60 
miles, 18 pounds; 70 miles, 24 pounds; 80 miles, 32 
pounds; 100 miles, 50 pounds. 


Winds are caused by changes of temperature. Sup- 
pose the temperature of two adjacent regions to be 
come, from any cause, different, the air of the warmer, 
being lighter, will ascend and flow over on the 
other, while the heavier air of the colder region will 
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ao ao. 
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fow in below to supply its place. Thus a difference 
in th: temperature of the two regions gives rise to two 
currents of air—one blowing from the colder to the 
warmer along the surface of the earth, and the other, 
from the warmer to the colder, in the upper regions of 
the atmosphere; and these currents will continue to 
blow until the equilibrium is restored. 


Sound Travel in Pipes 


Among the many answers received in regard to the 
unpleasant hissing noise in water pipes heard all 
through the building when a faucet is opened are the 
following: 


J. P. King, Port Washington, Wis. 
Regarding the question of hissing noise in water 
pipes I wish to state that I have cured five or six jobs 
of that kind. I find this trouble mostly where iron 
pipes are used and run on ceilings, etc., with a meter 
of smaller size than the water pipe and a loose com- 
pression stop or gate valve. A good stop and an air 
chamber at the proper places will cure that nuisance. 
[also find that lead pipe run in ground with a check 
and waste at foot of each riser, and a little common 
sense workmanship, when the job is installed, will 
never give you hissing noise. We have high pressure 
here, and I dare say that I have no trouble with our 
work, 


James G. Houghton, Inspector of Buildings, Minne- 
apolis, Minn. 

Concerning the cause of noise in water pipes in a 
certain hotel building, I will say that in my judgment 
such noises might be produced from various causes. 

It is possible that sufficient care was not taken when 
the piping was installed, in fastening the pipes 
throughout the building in a rigid manner. If there 
happened to be loose ends of boards or other material 
in contact with the pipes, they would vibrate and pro- 
duce noise. Or, it is possible that the faucets, valves, 
etc, are out of order. 


As to the remedy, I would recommend that a com- 
petent man be employed to examine the plant, and if 
itis found that the possible defects above mentioned 
do not exist, then I would recommend that a riser of 
sufficient size be run to the top of the building above 
the highest fixture, and the supply for the fixtures be- 
low taken off on the down run. With such an installa- 
tion of the piping system, I think your correspondent 
would not experience any further trouble of the nature 
set forth in his description of the disturbing sound. 


John H. Owens, Plumbing Inspector, Racine, Wis. 

It is almost impossible to say what causes the noise 
inthe supply and soil pipes of a certain building with- 
out a thorough examination of the plumbing system. 


[have never heard of any undue noise in a soil pipe 
fixtures were being used when the soil pipe is 
concealed in the partition as it is said to be in this 
tase. There might be some noise if the soil pipe were 
Tin ex 
cocks 


when 


posed. The noise may be caused by the ball 
n the closet tanks, or a clicking noise in the 
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meter will in cases where iron supply pipes are run 
on the cellar ceiling and fastened to the joi its, follow 
this piping and cause the nuisance. 





A PORTABLE STREET SHOWER BATH. 

A unique shower bath originated by E. T. Brigham, 
superintendent at the Helping Hand Institute at Kan- 
sas City, Mo., is shown in the accompanying illustration. 
To make use of this shower bath in the street take one 
urchin sufficiently in need of an application of water, 
and a two-inch pipe from five to six feet long with an 
attachment at the end somewhat resembling an old 
fashioned water sprinkler. Connect the apparatus to 
the street hydrant, place the urchin under the sprinkler 
and open wide the valve. By strict application to busi- 
ness an energetic man can sufficiently wet down about 
two blocks of urchins per day at a minimum cost to 
the taxpayers. Instead of having one sprinkler only, 




















operation. 


Street shower bath in 


several can be “hooked up” to the two-inch pipe con- 
nected to the hydrant and the business conducted upon 
a wholesale plan. The riser can be made a trifle long, 
bringing the sprinkler high enough so that horses can 
be easily cared for with this apparatus. This idea ap- 
pears to have merit. The entire apparatus is said to 
cost but six dollars and in congested districts where it 
is impossible for hundreds of people to obtain a bath, 
the idea would seem to be of practical value, and as 
such we are glad to present it for the consideration 
of our readers. 
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Selection and Care ot the Horse” 


Some Help for the Plumber in the Selection of His 
Horse, with Suggestions About Feeding, Harnesses, 
Shoeing, Driving, Stabling, Telling its Age and 
Other Matters of Interest. 


By Herbert F. Palmer, B. S., D. V. S. 


“To go, or not to go, that is the question.” Whether 
‘tis better to stand in the mud and crank my machine 

r depend on the cranky horse. 

This is the question that must be solved by the young 
practician. Going, as he has to, into places not access- 
ible to street or steam cars, the question of conveyance 
must be settled sooner or later. While the automobile 
has a certain place, there is still another place that so 
far has been filled by the noble horse, and by him only. 

Upon the judicious selection of the driving horse de- 
pends much of the comfort the practician may derive 
While I would not ignore 
would 


from his daily routine life. 
the care that must be given to this animal, I 
place more than the usual stress upon its proper se- 
lection. With judicious selection and proper care, one 
horse may be made to do one or even two-score years’ 
service for the busy plumber. 

We now consider the kind of select. A 
piece of machinery is chosen to do the one work in- 
that 

all kinds of roads, in all kinds of weather, 
and at all times of the day and night, travel is his busi- 


horse to 


tended; and so with horse, which is selected to 


travel Ove 


can not point to any distinct 
breed of horses from which to fill this want, 


ness. Untortunately we 
class or 
as America has no such Should we demand a 
draft horse. 


breed or strain 


type. 
we could of course point out some definite 


American breeders have at last recognized this un- 
filled demand for a true type of carriage-horse, and the 
Government is making efforts to overcome this defect, 
the endeavor being to breed to a distinct and 
that as the American carriage-horse. In the 
mountain districts of Colorado is kept a herd of horses 
selected for that particular purpose and there the Colo- 
rado Agricultural College is trying to develop under the 


direction of the Government such a typical American 


type 
stamp 


carriage-horse. 

As it is now, one is compelled to select an individual 
of any strain and find among the different 
breeds one as near to one’s possible. In 
other words, 


various 
ideal as 
you will have to select a good individual 
from some of the cross-bred animals. 


The Type to Be Kept in Mind. 

The following distinctive type should be in mind 
when selecting the driving horse, trying to get as near 
to this type as you can find and your purse will allow: 
Not under 15 hands (50 inches) high; smooth, com- 
pact and neck of 
length, inclined naturally to arch; sloping shoulders; 
well-set leg 


symmetrical conformation; good 
s of medium length; sloping pasterns and 
well-sprung ribs; well 
loins; full flanks: 
full, round buttocks. 


short, strong back: 
to coupling; smooth 
well-set tail; 


good feet . 
ribbed uy 


straight 


croup; 





contributed to American Journal of Clinical 


*Originalls 
Medicine 
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The foregoing type will present a rather blocky build 
and not the so-called rangy horse. The rangy horse 
is likely to be of thoroughbred stock and may do good 
service under the saddle on the track, but his true place 
is not in the plumber’s outfit. True it is, the rangy 
horse can give you more speed for a few miles, but the 
solid-block is your all day horse—the horse that will 
cover more miles each day and is ready to go any 
time you ask him to. 


The Horse’s Disposition Is Important. 


The disposition of the horse is an essential feature. 
Not only should it be pleasant to handle when in the 
harness but about the stable as well. Note the in- 
telligence displayed and have care to pick an animal 
with brains and sense enough to use them properly. 
This can be discovered by carefully watching the horse 
while being handled. 


Never buy a horse after his exhibition in the harness 
alone. See the horse at rest, watch him in the stall; 
observe his movements and actions as he is being har- 
nessed and hitched to the buggy. Defects, if he has 
any, will be seen in. some of his actions, during some 
of his movements, and the combination of these move- 
ments will give give you the index to his disposition. 


The majority of our driving horses have to be shod. 
Do not shoe unless it is necessary. Over soft country 
roads a horse may go weeks at a time without shoes. 
The shoe for the driver is there mainly for protection 
to the foot, hence one should cast aside the protection 
when unnecessary. Light shoes are preferred, as they 
will last longer than the heavy and better remain in 
place on the foot. The three small cakes frequently 
used do not give the foot a firm position on the ground 
but will often cause a “knuckling over” as the foot is 
taken from the ground. Hence the precaution to make 
the calks prominent if used at all. If the animal 1s 
firm-footed, no necessity will arise for the use of any 
calks except the roads are icy or slick. Plain 
without calks, or as usually called, plates, are preferred. 
When shoeing, have the foot properly balanced. A 
line drawn longitudinally through the center of the 
foot, cutting the frog into equal halves, gives us the 
center of gravity. The nearer the branch of a shoe 
is to this line, the more weight it receives and the 
more the pressure is thus evenly distributed over the 
entire hoof. 


What Is the Best Stable Floor? 


The character of the stable-floor is often a subject of 
inquiry. Is it better for my horse to stand on a dirt, 
wood, cement or asphalt floor? Given a thick iron 
shoe, it can make no difference to the foot itself as to 
what the shoe is resting upon. So use that material 
for a floor that will enable you to keep the stall! and 
horse clean with the least work, and for this we be 


shoes 


lieve cement offers us the best material. There is but 
little danger of the horse slipping when the cement 
floor is properly corrugated, while the hose readily 
makes it clean. Proper slant for good drainace and 
direct connection with sewer to take off the c«xcess 
fluids are some of the essentials. 

After all, the horse is simply a machine converting 
so much hay and grain into energy, to’ be wsed im 











hauling you over the country. The efficiency of a 
machine depends on the proper use of material con- 
sured. Its utility will in a measure 
deyend on its care and the proper assimilation of the 
foods given. _ 


So with a horse. 


ore horses are injured by overfeeding than by 
underfeeding. The driving horse should never have all 
the hay it can consume, as bulky food interferes with 
Increase, if necessary, the grain ration but 
cut down on the usual allowance of hay. Feed quite 
liberally of hay at night, a moderate amount in the 


tra‘ e}, 


morning, but none at noon. The kind of grain will 
depend on location, but for an all-around grain-food 


oats can be depended upon. But whatever your grain 


ration may be, add to it bran—the “cleanout” food of 
the horse. About one-third of the grain ration should 
include bran, and its value is just the same, given dry 
as wet. The idea of a hot bran mash once a week 
being sufficient is a myth. Of course it will help some, 
but better give a liberal portion dry with each feed. 


Water should be given previous to each meal—not all 
the horse can drink, but a moderate amount. The 
small capacity of the stomach of the horse renders it 
necessary for the water to be given previous to the 
feed so as not to wash away the food before digestion 
has sufficiently progressed. 

The question of blanketing a horse when in the stable 
will have to be met as circumstances arise. In general 
terms, do not encumber the horse with anything out- 
side of nature’s provision that you can as well get 
along without. This applies to shoes, blankets and 
Do not apply a lot of extras on the 
harness for the horse to carry about when a lighter 
weight will suffice. 


harness as well. 


Care of the Horse While Driving. 

Driving does not hurt a horse and he will stand 
plenty of it if it is at all regular. Push vigorously for- 
ward if you care to when on the road, but, and during 
inclement weather especially, spend a short time in 
making the horse comfortable at the end of journey. 
Hitch to a place where the horse will be shielded from 
the wind and cover with a good blanket. 


Do not feed or water when in an overheated condi- 
tion. True, some of our western horses apparently 
are never injured by any amount of water given at any 
time, but do not take the chance. 

Many vices of the stable as well as under harness 
are seen in our horses, and a great majority of these 
are the result of injudicious handling by one styling 
himself a trainer. A horse by nature is not vicious or 
balky. It is the balky man who has tried to train that 
horse, and the horse has had the more sense of the 
two 


If you desire a horse for full and hard work do not 
purchase too young a horse. It is better to select one 
eight or nine years old, if in perfect condition, than a 
five-year-old and then take the chance of his going 
wrong during the next four years, the really formative 
period of his life. The horse found sound and of good 
disposition at nine years will usually so remain, and 
with any just care will do more than ten years of hard 
Service after that age. 
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How to Tell the Horse’s Age. 
The age of the horse is told by the changes in the 
lower incisor-teeth These six incisor-teeth become 
At six years the “cup 


two central incisors: at seven the 


permanent at five years ot age. 
disappears from the 
next two lose their cups, and at eight the outside or 
lateral, incisors lose their cups. After eight years of 
age it is a guess and the guess should depend on the 
slant of the incisors. The incisors of the five-year-old 
meet square up. With each advancing year they push 
outward and tend to meet only at the inner part of 
the tooth, hence the elongation of the wearing surface. 

The sex of the horse to choose will depend upon cir- 
cumstances, but on general principles the temale ts pre- 
ferred. It is true, you will usually find the gelding a 
little hardier, but the other good qualities of the mare 
are so far ahead of the gelding that mares are usually 
preferred. 

We have thus dealt only with the horse in its healthy 
stage. Many things will from time to time arise that 
may give you annoyance. Remember, the horse 1s 
but like a large baby that will not audibly tell you 
When 


the trouble is located, treat as you would were it a 


the location of pain, and so you must observe. 


human being, using sixteen times the usual dose for 
an adult man. 


A Dress Footing. 
“England thinks her navy ought to be just twice as 
large as that of her principal rival.” 
“My wife likes to regulate her wardrobe along these 
identical lines.”—Louisville Courier-Journal. 











“A Great Tandem.” It consists solely of those popu- 
lar partners, Shannon & Coughlin, energetic master plumb- 
ers of Rochester, N. Y. The photograph was made by 
our Mr. Winslow, when in that city. 
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WHOLESALE PLUMBING 
AND HEATING NEWS 





Plumbing Insurance Experiment in 
San Francisco arouses much 
° interest 


Roe & Conover build new plumbing 
supply plant at Newark, N. J. 


INSURANCE PLAN WATCHED 
WITH INTEREST. 


The recent announcement made by the George H. 
Tay Company, of San Francisco, in reference to its 
plan of “plumbing insurance” has aroused much com- 
ment, not only among local supply houses and plumb- 
ers, but in the east as well, and the success of the plan 
is being closely watched by those interested. Were 
such a plan as this to be announced in any other line of 
business it would attract practically no attention be- 
cause in the supply world it is a recognized fact that 
even in the very best grades there are apt to be 1m- 
perfections in manufacture and both agents and manu- 
facturers are only too willing to see that such goods 
are replaced when they see for themselves that the 
goods aré at fault. Just why the old principle of 
“caveat emptor” should apply exclusively to the 
plumbing supply trade is not apparent, especially when 
the fact is considered that this class of goods is par- 
ticularly liable to have imperfections that do not de- 
velop until the goods are actually installed and placed 
in use. This new plan of agreeing to replace any arti- 
cle of high grade goods bearing the special mark of the 
company in question should certainly appeal to both 
the owner having the fixtures installed and the plumb- 
er installing them. In case a defect in the article be- 
ing installed should appear during the work of installa- 
tion, the plumber under this new plan would have no 
hesitancy in informing the owner and the company 
from-which he secured the goods, knowing that it 
would result in no loss to himself either for the ma- 
terial or for labor. In case he was not thus pro- 
tected he would in many cases make no mention of 
the defect, finish his work, collect his pay and leave 
the owner to discover the imperfection. The natural 
result would follow that the plumber would never be 
called upon again by this particular owner to do work 
for him, the supply house would lose caste, and dis- 
credit would be cast upon the whole plumbing fra- 
ternity. This new movement, though rather radical 
for the plumbing trade, should do a great deal toward 
creating a better understanding between the general 
public and those who do plumbing work. 


PLUMBING 
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ROE & CONOVER BUILD MODERN PLANT. 

Roe & Conover, of Newark, N. J., are erecting a new 
home for their plumbing and heating supply business 
at 206, 208 and 210 Frelinghuysen avenue in that city 
As soon as this new plant, which will consist o! sev- 
eral buildings, is completed, probably before Novem- 
ber 1, the concern will remove its entire business trom 
Mechanic street to that place and be able to conduct 
its affairs in a manner that will revolutionize its for- 
mer methods. The new plant is on the line of the 
Lehigh Valley Railroad and will consist of a series of 
buildings of the most approved form of construction 
and so arranged that all the business of the concern 
will be conducted on one floor, under a roof com- 
posed almost entirely of skylights of heavy glass. The 
floor of the main establishment will be on a level with 
the floors of the freight cars and thus minimize the 
handling of all goods. The main building will be 86x 
220 feet. The entire plot of land on which the plant 
is erected is 118x387 feet. 


NOW AT 224 PEARL STREET. 

Theodore W. Nevins, of New York City, has moved 
his pipe and fitting business from 90 John street to 224 
Pearl street. 

OPEN ATTRACTIVE SHOWROOMS. 

The Magee Furnace Company, of Boston, Mass., has 
opened a handsome exhibition and demonstration store 
at 64 Sumner street in that city. 

BUILD IMPORTANT ADDITIONS. 

The Hoyt Electrical Instrument Works, oi Pena- 
cook, N. H., have purchased a piece of land, fronting 
100 feet on Main street in that city, on which they will 
erect a modern fire-proof garage and salesroom. 


NOW LOCATED AT ROME, N. Y. 

The Slade Tubing Company has removed from Paw- 
tucket, R. I., to Rome, N. Y., where it has a large 
plant, giving it more than double its former capacity. 
This company makes seamless brass and copper tubing. 

BUFFALO BRANCH MOVED. 

The Standard Plumbing Supply Company, of New 
York and Buffalo, has moved from its former location 
in the latter city, at 257 Pearl street, to 485 Washing- 
ton street. D. L. Callahan is now manager of this 
branch house. 


P. HEILAND MANAGER OF NEW COMPANY. 

The Buffalo Plumbing Supply Company has engaged 
in business under the management of Paul Heiland, at 
701-3-5 Fillmore avenue, Buffalo, N. Y. The com- 
pany has leased a suitable building, 150x65 feet in 
dimensions and two stories in height. 


TO MAKE STEAM SPECIALTIES. 

The Evans Mill Supply Co., of Boston, Mass., is the 
title of a new corporation which has been organized for 
the purpose of making steam specialties and machinery 
The officers are: Fred S. Evans, president; Walter P 
Evans, treasurer; and Arthur F. Evans, secretar 

INCREASING ITS WAREHOUSE CAPACITY. 

The Hunting Company, of Rochester, N. Y., ‘vill im 
crease its warehouse capacity on Railroad street and 
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will | ave at its disposal 30,000 square feet of space for 


stock purposes. The company’s offices and show 
room :, now established at 204-206 Court street, offer it 
16,00'' square feet of space. 


SANITARY CO”’S SHOWROOM MOVED. 
The Sanitary Company, of 1120 Prospect avenue, 
Cleveland, O., has moved its showroom to 1221 Supe- 
rior avenue, where a brick building four stories in 
height has been secured. As quickly as arrange- 
ments are made it is the company’s intention to move 
its ofices to the same address. 


WILL MANUFACTURE HEATING GOODS. 


Harrison Engineering Company, of New York City, 
has been incorporated with a capital of $500,000 to 
manufacture machinery for heating and ventilation. 
The incorporators are P. B. Gibson, of 146 West 
64th street; H. E. Harris, 20 West 98th street, both of 
New York City; B. S. Harrison, of 252 Lafayette ave- 
nue, Brooklyn. 


SELLING AGENCIES FOR DEAN HEAT 
DISTRIBUTORS. 

The Dean Heat Distributor & Specialty Company, 
of 50 North Second street, Philadelphia, Pa., has ar- 
ranged to have the Domestic Utilities Company, Inc., 
of Northampton, Mass., and 45 Pine street, New York 
City, handle the Dean heat distributors in New Eng- 
land, Northern New Jersey and New York. G. H. 
Bliss, of Northampton, Mass., is general manager, and 
Kenneth B. Clarke, of 45 Pine street, New York City, 
is manager for the New York and New Jersey territory. 
They have already established several- agencies who 
are doing a fine business. 


READY TO BUILD AT BRIDGEVILLE. 


The contract for the first building of the proposed 
new manufacturing plant which is to be built at Bridge- 
ville, Pa., for the Frederick-Elder Company, of Pitts- 
burg, Pa., has been awarded to Dushane & Lewis, of 
Carnegie, Pa. The building will be of brick and steel 
construction, two stories in height, and will be 50x120 
feet in size. As soon as this building is completed 
the company will move a portion of its machinery and 
equipment which is all modern and up-to-date, from 
the plant at present located in Pittsburg. Then the 
matter of erecting additional buildings will be taken up, 
as the plant will ultimately consist of a number of 
large buildings. The company manufactures a large 
line of gas fixtures, brass, bronze and copper work, as 
well as the Frederick check valve. The plant in Pitts- 
burg is being operated to its capacity at the present 
time, and there is also a large amount of advance busi- 
ness booked, which will keep the concern busy for 
the remainder of this year at least. The above build- 
ing will be completed ready to occupy before 


January 1, 1910. 


THE SALESMEN’S SCHOOL AND OUTING OF 
THE WOLVERINE BRASS WORKS. 

The “Annual Salesmen’s School” of the Wolverine 

Brass Works, of Grand Rapids, Mich., was held at 

the general offices of the company in that city on 

Wednesday and Thursday, August 11 and 12. The 


and 
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thirty-six 
lasted 
be ready for the 


| 


students, ana 


“school” Was attended by 


was a strenuous affair while it owing to the 


fact that everybody was anxious to 


annual outing which was held the day after school 
was out. This outing was arranged by President | 
A. Cornelius and Secretary H. C. Cornelius, and it 
was held at the latter’s cottage on White Fish Lake 


The old Friday and the 13th superstition is an entirely 
exploded one with the Wolverine Brass Works, tor 
the combination of the two was but an added adjunct 
to the beautiful day which seemed especially planned 
for the thirty-six salesmen and office employes who 
started at 7:30 a. m. from their headquarters at the 
Pantlind Hotel, and in nine autos made the 34 miles 
time. Almost immediately upon their ar- 
rival, a game of baseball was played between the of. 
fice assistants and the salesmen, in which E. H. UII 
ory, the Cleveland representative, distinguished him- 
self by professionally (?) umpiring the game. After a 
sumptuous chicken dinner “mine host,” 
Hartt, at the hotel, a regular program of sports was 
carried out. In the bountiful 
served, after which they all gathered about the piano 
in the pavilion and delighted a large audience with 
their songs, fully demonstrating the fact that their 
line of accomplishments was not entirely confined to 
that of selling goods. All too soon the start back to 
Grand Rapids was made, and all the way they “waked 
with their songs, and were a source of enter- 


in record 


served by 


evening a supper was 


the echo” 
tainment and mystification to the passengers on the 
train, who wondered what could have “broken loose” 
in that part of the country. At Grand Rapids, B. H 
Ullory, who is a past drill master, demonstrated his 
ability in that line, by forming the men in line and 
single file, with hands on shoulders 
through the streets to their headquarters at the Pant 


lind Hotel, where they disbanded after the most e1 


marching them 


joyable day that had ever been planned by the com 


pany for the annual entertainment of its men. 


DODGE MFG. CO’S ANNUAL OUTING 

The Dodge Manufacturing Company, of Mishawaka, 
Ind., gave its employes and their families its fourth 
annual outing on Saturday, August 28. This year the 
large party was taken to St. Joseph and Benton Har- 
bor, Mich., two trains being chartered for the occasion 
and fully 2,000 persons were taken care of. None was 
permitted to stand, extra coaches being attached until 
all were cozily located. The trip was made via the 
Lake Shore & Michigan Southern and Michigan Cen- 
tral railroads, starting 7:20 and 7:30 in the morning 
and returning at 5 and 8 o’clock in the evening. At 
St. Joe and Benton Harbor every moment was made 
to count for something. A committee of “scouts” vis- 
ited both places several weeks before the outing and 
made special arrangements for entertaining the vis- 
itors, and the program as then arranged was carried 
out without a hitch. In the afternoon a steamer took 
the entire party out on the lake for a two hours’ ride 
and later a smaller steamer made trips down the St 
Joe river, along which peach ochards and vineyards 
abound. Sight-seeing automobiles conveyed the ex- 
cursionists through the two cities at intervals, making 


it all in all a most enjoyable outing. 
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COPPER MINES RUN 
TO FULL CAPACITY 


Pig Iron Market shows strong tone 
marked by advancing prices 
in Eastern localities. 


Lead Market dull with a downward 
tendency, light sales being re- 
ported during past week. 


COPPER PRODUCTION IN THE WEST. 

Chicago, IIl.—It is reported that for the first time 
in a year the mining companies in Butte, Mont., are 
The district is said 
to be producing copper amounting to nearly 30,000,000 
pounds monthly. An officer in one of the large pro- 
ducing and selling companies recently stated that in 
million 


operating to their full capacity. 


nearer five hundred 


pounds of copper available for the market than three 


his opinion there were 
hundred million pounds, as has been estimated. His 
confidence, however, was based on the fact, as he esti- 
mated, that consumption was now very nearly equal to 
production and that the demand had not yet nearly 
reached a point that he considered normal even under 
present conditions in business. He therefore contend- 
ed that the time was approaching when the mines again 
would be pressed to supply the demand. How soon 
this condition will be upon us it is hard to say, said 
the official quoted, but it is coming and every big pro- 
ducer and seller of copper realizes it. Recovery has 
been much slower than some of us had anticipated, 
but the strength and the gradually growing improve- 
ment has long been a criterion that has governed the 
operators. There is no chance for a break in the ,pres- 
ent price of the metal, and the men who have had con- 
fidence in the return of prosperity and the permanency 
and stability of the copper industry will profit by it, 
for they expect to see copper sell again at 16 to 18 
cents per pound, and this in spite of the many new 
producers that are coming into the field, and the steam 
shovel methods of mining in some of the new dis- 
tricts. 
PIG IRON MARKET FIRMER. 

Chicago, Ill.—It was noted during the past week that 
advancing prices, particularly in the eastern part of 
the country, marked both steelmaking and foundry iron 
and that the pig iron market was active in the selling 
centers. In many parts of the country foundries have 
been in the market, and in the New England section 
there has been extremely good buying for the require- 
ments of 1909. The advance on foundry iron in gen- 
eral has been about fifty cents on this movement. The 
New York Herald quotes Chairman Gary of the United 


States Steel Corporation as saying in London: “The 


prospects tor good business were never bright We 
are showing our faith in the country and its rc‘urning 
prosperity by spending more than one million dollars 
a month at present on our new plant at Gary, lid. We 
are employing more than five thousand men th and 
as the plant becomes able to care for more oriers we 


shall increase the number and in future expect to em. 
ploy 20,000 or 25,000 at this plant alone.” 


LEAD MARKET SHOWS FEW BUYERS. 
Chicago, Ill_—-The lead market has been character- 
ized by light sales and few buyers, while the ship- 
ments were much smaller than those of the previous 
week. The receipts and shipments of lead at St. Louis 
since January 1, 1909, as reported by the Merchant's 
Exchange are as follows: 


Receipts. Pigs. Shipments, 
a ‘“wsenindssee een e | *) | es 
SE mdse taeda i  . 


NEW YORK METAL MARKET, AUGUST 31. 
.. $13.25-13.35 
13.00-13.10 


8.62% 


Copper, Prime, Lake..... 
Copper, Electrolytic 
Antimony, Cookson’s 


DE cc cibe a datesaa hha een nessa ceew ae 4.25 
PI TN a a re ae Rene Ol 30.90 
EE rey eT Terr mae  F 
CHICAGO IRON MARKET, SEPTEMBER 2. 
Sowthern, No. 2 FPOGMETY. «0.0 .cccsccvseess $17.35-17.85 


17.00-17.50 


19.50-20,.00 


Northern, No. 2 POGGECY ... cc ccccsceccces 
Lake Gepertior CROPCORl 6... coos sciences nasccs 
September 2, 1909. 
Foundry iron was the same price as the week previous 
50c more per ton than the year previous 
Copper %c less than the month previous 
' 3/5c less than the year previous 


PERSONAL MENTION 


E. Willard, of the Bullard Specialty Company, 0! 
Tiffin, Ohio, was in Chicago this week and called on 
some of his friends in the trade. 

W. G. Callow, president and general manager of the 
Cleveland, O., sailed last week 
He will mane an ex- 


Kennedy Company, 
from New York for London. 
tended tour of the continent. 

Leon Bloch, a popular envoy of the Central Brass 
Manufacturigg Company, Cleveland, O., throws off the 
veil of bachelorhood this fall to try domestic life. 
They say she comes from Frisco! 

E. H. Croft, sales manager of the Loew Manutfac 
turing Company, Cleveland, O., was a victori 


us con- 


testant last week in the motor boat races at Toledo, 
QC). His new craft, the “Loew Victor,” ptured 
everything in its class and Mr. Croft took back wit 


him, among his trophies of the chase, a beautiiully et 


graved silver loving cup. 


re ee ee 


Boston, Mass.—The new state board of exarmuners of 
plumbers has set September 18, 1909, and February 19, 
1910, as the dates for examinations in Springfic!d to a 
commodate the residents of the western pai f the 


state. 








ASSOCIATION NEWS 


Master Plumbers at Asbury Park, Nia- 
gara Falls and Kansas City enjoy 
annual outings 


Maryland Master Plumbers Meet in 
Baltimore and Organize State 
Association 


ASBURY PARK PLUMBERS ENJOY A DAY AT 
GREEN GABLES. 

Asbury Park, N. J—On August 25 the lid was on 
here, bolted, screwed and chained down, as far as the 
plumbing business was concerned. The annual outing 
of the Master Plumbers’ Association was scheduled for 
that day and the entire association, together with many 
supply men, gathered at Main street and Cookman 
avenue at 9 o’clock in the morning for the start. Short- 





These gentlemen will be recognized as John Reid, Joel 
8. Boyce and George Turner, of Asbury Park, N. J., always 
active in association work and who composed the committee 
that arranged the annual outing of the Asbury Park asso- 
Clatioy held August 25 The picture was taken by our 
Mr. Fundinger under the tree that gave the author of that 





Popular song, “Under the Shade of the Old Apple Tree,” 
is inspiration. 
f ya a special car carried off the merrymakers 
} through the avenue and along the beach to Pleasure 
say, Andy Van Cleve was hauled aboard at the last 
Minute with an armful of bats and a hat full of new 


tories, and he kept things moving the entire trip. 
At Pleasure Bay motor boats awaited the jolly 
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crowd, and after a delightful sail up the bay, landed at 
Green Gables, one of the most picturesque combina- 
tions of grove, park, athletic field and hotel to be seen 
in New Jersey 


The place is equipped with everything 
necessary for just such an occasion as this. Little 
floral gardens, shady nooks and quaint summer houses 
line every path, to say nothing of the ideal baseball 
held that took the eve of the newly initiated. 

It was not long before teams were arranged among 
the salesmen and plumbers and a warm contest started. 
Tom Berkstresser was appointed official umpire, not 
on account of his superior knowledge ot the game, it 





> 


Howard at the bat, MeGinnity in the mask and Berk- 


stresser, umpire, in the last inning at the Asbury Park 
outing held August 25 Photograph by our Mr. Fundinger 


was afterwards learned, but because ‘t was thought he 
could stand the abuse much better than anyone else 
on the field. It began to come to him in the fourth 
inning, when Tom took his position behind the curve 
station and, keeping his eye on the plate, he must 
have been using a pocket mirror for the rest of the 
field behind him. Tom was trying to even up mat- 
ters. Newell started things moving in the second with 
a wallop between right and the second corner that 
Walton butterfingered, and that kept Van Cleve fig- 
uring into the night just how it was done, bringing the 
aforesaid Newell across the plate with plenty of time 
tor another lap. [ach succeeding round piled up the 
counters for the salesmen. But it didn’t last long, for 
Brown, the niity little twirler of the Asburyites, 
warmed up in the third and from then it began to 
look bluer and bluer tor the salesmen. When the 
plumbers again took the club, homers became as com- 
mon as Hoskin’s quoit ringers over in the bleachers. 
The little buckskin planet was batted all over Pleasure 
say. Stahl, that peerless wonder in center, was so 


overworked reaching for flies that he put up a cot tn 
the tall grass and henceforth took things easy. 

It was clearly a plumbers’ day. Everybody could 
see that before the game was half over. It wound up 
in the seventh, 25 to 24. The salesmen were spanked 
and the knights of the ladle hold the pennant until 
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next year, when the salesmen hope to be in better 
trim. The line-up follows: 
Plumbers. Position. Salesmen. 
EE 654% cade wane beeen Ge Seu cuvekues ens Taylor 
Reid ...... entes Geena a ume Newell 
Height ee oe eae Black 
BOMCE kv ncise lst McCarthy 
RS ea ee 2nd fy Weinacht 
ee \eesccce BOWarG 
Hurley Cent Stahl 
NN ied 228 es ae R. ..... Johnson 
Se hk ee Cosgrove 
The game might have lasted longer, but some one 


hollered clams, and the bells began to clang for the 
bake. In a shady pavilion the plumbers and their 
guests were seated at a long table, where they en- 
joyed a genuine shore dinner. From sizzling clams to 
coffee a long menu of delicious things were brought in 
order. 

\t 4 o’clock the party again took to the launches 
and headed up stream to Seabright, where a landing 
made for refreshments. On the journey Andy 
Van Cleve and Jack Bassanette did a one-act Salome 
comedy on the upper deck of the Thomas Patten and 
afterward got a ducking. 

The return to Pleasure Bay was made under the 
guidance of Captains Newell and Taylor, who navi- 
gated the bay with fine skill. Taylor ran on a sand 
bar and was held up for twenty minutes, and it looked 
as though Newell was going to win the race, but Tay- 
lor had the racer and won by a nose, Newell coming 
through without a scratch. 

The plumbers entered Asbury in grand style aboard 
the special with Andy Van Cleve's signal of distress 
floating in the breeze from the stern. 


was 


So ended the annual day of pleasure for the members 
and guests of one of the most loyai associations in 
the state. Nothing was lacking in the preparation of 
the day’s program and the good work of the com- 
mittee, which was composed of John J. Reid, George 
Turner and Joel S. 
everyone fortunate enough to be there. 

C. G. Fundiuger. 


NIAGARA FALLS PLUMBERS’ ANNUAL OvUT- 
ING. 


Niagara Falls, N. Y.—The citizens of this world- 
famous city and resort never will forget that day of 
days, Wednesday, August 25. Every plumber around 
the place forsook his familiar haunts on that occasion. 
And why shouldn’t he have done so? It was the day 
set aside for the greatly anticipated outing of the Ni- 
agara Falls Association of Master Plumbers, and its 
members certainly did have one. In the first place 
there was a great number of invited guests and this 
delegation, together with the regular membership, filled 
quite a large yacht. When this ship, full of high spir- 
ited thoroughbreds, left its moorings at the foot of 
Iroquois street shortly after 9:30 in the morning, the 
streets of Niagara Falls must have taken on a very de- 
serted appearance indeed. There was a bunch of real 
Hungarian “orchestraneers” stationed in the bow of 
the boat, and when Chef Riley and his brother Elks 


Boyce, received the praises of 


ENGINEERING 


7. 





told the engineer that he could do his “darnedest” 
these envoys from the “land of Bohemia” blew out 
over the water a volume of melody that put everyone 
on board into a spasm of delight. But though the trip 
up the river, touching as it does both the American 
and Canadian shores, was picturesque and a real tonic, 
the savory fumes from the culinary parlor below be- 
gan soon to attract a lot of attention, and this mani- 
festation of eagerness became more evident as the 
hours quickly glided by. But who can resist broiled 
young spring chickens—and they were the ones that 
caused all the trouble. Vegetarian Allen, from Roches- 
ter, sat nearest to the broiler, and he displayed some 
capacity for these birds, though they were even for- 
gotten when Pilot Dosher announced in very stento- 
rian fashion that a ball game was going to be pulled 
off on the first island the ship bumped into. The num- 
ber of innings to be played was not debated, as Stage 
Manager Salzman diplomatically settled the question 
by announcing that only basket balls would be allowed 
on the diamond and that the game would be con- 
ducted in a strictly polite manner, according to Mar- 
quis of Queensbury rules. And Stakeholder Lavier 
soon found that he needed a basket to hold the money 
that was thrust upon him, but Monsieur Nachant was 
really a very nice umpire. (Score 176 to 53, in favor 
of the plain-clothes men!) When their lease expired 
on that diamond adjournment was made to the ball 
room in the rear, where the athletes were presented 
en masse to a shipful of lady picnickers from Tona- 
wanda, which caused one grand rush. And there were 
similar occurrences wherever the ship landed, and there 
were always enough to go around, too. The return 
trip was made in the late afternoon and each amuse- 
ment park along the way was laid siege to, but never 
did “mine hosts” of these pleasure bazaars entertain 
such a multitude of fun-raisers. And wasn’t it a pity 
that such an event as this was, had to have a finale? 
The supply men, who really helped to make the occa- 
sion the success it was, were: Geo. Salzman, Jr., and 
J. J. Metcalf, of the D. L. Hamill Company, of Buf- 
falo; Frederico Methildy Allen, of the Hunting Com- 
panv, Rochester; J. V. Nachant and Wm. H. Hessel, 
of W. A. Case & Son, Buffalo; C. A. Lavier, of the 
R. C. McClure Company, Syracuse; W. H. Hinton and 
Earl T. Rehinson (Little Nemo), of the Plumbers’ and 
Steamfitters’ Suppiy Company, Buffalo; H. T. Wood, 
of the American Radiator Company, and John D. 


Meister, of the Fox Furnace Company, Elyria, O. 
E. De Forest Winslow. 


Lawrence, Mass.—McCabe & Finzel, of. 107 Haver- 
hill street, have recently secured the following con- 
tracts: Steam heating: in the furniture ware rooms of 
James Greenwood & Son, Essex street; the plumbing 
and steam heating of two apartment houses for Jo- 
seph Barry, Lenox street; the plumbing in the eight 
apartment house of Harry Gerson, Lawrence street, 





the plumbing in the six-apartment house and store of 
Garvey Bros.; the plumbing in the four-apartment 
house and store of John W. Luffy, Newbury street. 


the hot water heating in the residence of Emi! Steiglet. 
Howard street, and several other plumbing and heat 
ing contracts in various sections of the city. 





d08in 


All 
‘Ontr 
On 
Ness, 
10 kr 


thing 











DOMESTIC 


KANSAS CITY MASTER PLUMBERS TAKE A 
DAY OFF. 

Kansas City, Mo.—On Saturday, August 21, 1909, the 

master plumbers of this city decided to hie themselves 


‘nto the sylvan retreats and enjoy an outing. The job 
was framed up with the weather clerk so that condi- 
ions were ideal, and the refreshments abundantly pro- 
vided by the generous committee were all that could 


be desired. There were races and contests of all kinds. 
The distance contest, which was to step off 73 feet, was 
won by Mr. Hickey, Department Plumbing Inspector, 
who stepped off 72 feet 10 inches, winning as a prize a 
$00 hat. The rope race was put off until nearly the 
ast for obvious reasons. This race consisted in stretch- 
ing a rope on the ground and walking upon it. Most 
§ the contestants failed, but Mr. Lee Mettler, of the 
Pittsburg Water Heater Co., succeeded and won as a 
prize a Gillette razor. A baby show would not have 
‘eated so much discussion for the judges as did the 
ladies’ endurance contest. Think of it; 30 entries and 
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at the annual outing of the Kansas City (Mo.) 

held last week. , fee 
with a fine parasol as a 
impression that only the 
look sour: we are in- 


Incident 
Master Plumbers’ Association, 
Watts presents Mrs. Wright 

ize. Mr. Watts is under the 
Finner looks pleasant while the rest 


lined to believe that he is mistaken and that some of his 
ver-ready witty and tactful remarks have produced this 
effect. 

tly one could win. Moral, Never have a ladies con- 


‘st unless each one is to get an equal prize. 

The good looking contest, for all who would enter, 
wsed the lady judges much worry. It was finally an- 
nounced that Mr. Liveright was the best looking of the 
unch. A kind providence seemed to take a hand in 
isposing finally of the matter, for just as they were 
picture the table on they 
‘iting collapsed—and the photographer had used the 


f Sing 1 ¢ T a whic h were 
ast film. 

“The Finishing.” 
All the supply houses had representatives out and 
‘tributed largely to the success of the day. 
Une of the small men in stature, but well up in busi- 
N88, made it generally understood to all: “If you want 
“know who is running this picnic, just start some- 
thing.” 
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Mr. 


was 


One person questioned the judges loudly and 
Walter Hanson appeared and immediately there 
“nothin’ doin’.” 

Ed Draper and family and other master plumbers of 
Kansas City (Kansas) crossed the Kaw and seemed to 
enjoy themselves. Sol Dering. 


Maryland Master Plumbers Meet 
in Baltimore and Organize 


Baltimore, Md., Aug. 28. —{ Special. | 
trade of Maryland was exceedingly well represented at 


-The plumbing 


the convention of the master plumbers of this state, 
which was held in this city on Thursday, August 26, 
about two hundred master plumbers being in atten- 
dance, one hundred and forty from this city and nearly 
sixty from other cities and towns. Headquarters for 
the convention were established at Hotel Rennert, cor- 
ner of Liberty and Saratoga streets, while the conven- 
tion sessions were held at the 
Hall, 109 West Mulberry street 
Opening Session. 

The opening session was called to order by John 
Trainor, of Baltimore, who thereafter delivered a well- 
worded speech ot welcome, which was in part as fol- 


Knights of Columbus 


lows: “On such a warm and uncomfortable day we are 


glad to see so many master plumbers present. Every 
man who aspires to be a worthy citizen of this land of 
the 


cessful merchant in any business, in which he may be 


ours and who wishes to learn art of being a suc- 


engaged, must be true to himself and others, and deal 
justly and honestly with his fellow men. Maryland 
men have always been proud of their part in state and 
national government affairs, having furnished men in all 
the history of this We 
atraid, when the master plumbers of Maryland, who 


stages of country. are not 


deal honorably and give value for value received, when 


they here have aspirations to demand the best and to 


organize the master plumbers of this great common- 


wealth. There is not a master plumber in this state who 
can not get all the business material and supplies neces 
If he has not much capital he can get along with 


the 


Sary. 


little in start. It he carries out th 


principles ol 


honesty and fair dealing, he can do business. The Bal- 
timore Master Plumbers’ Association has been very 
successtul and the state association which we are about 


to organize will be more successful. 
state. You will find farm houses heated with hot 
water throughout the state, hence it is necessary for the 
plumbers in the rest of the state to urge th 


This is a prosper- 
OuUS 


unwilling 


] 


dealer to respect his rights and not compete with him 
in retailing or contracting. It has 
that the 
wholesaler and then that 
tailed to the 3 
ganizations, these evils could not be remedied and the 


happened only too 


often plumber has bought supplies of the 


wholesaler has gone and re 


Same consumers. If it were not for or- 
plumber could not make a success of his business.” 

L. L. Mitchell made a the selection of 
temporary officers. The nominations made 
President, William H. Rothrock; recording secretary, 
August V. Eidman; secretary, Charles Frederick; treas- 
urer, Dan. N. Sullivan. 


At this point Mr. Rothrock introduced the president 


motion tor 


were: 
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of the National Association of Master Plumbers, Wal- 
ter D. Nolan, of Washington, D. C. 

President Nolan then addressed the convention in 
part as follows: “It is a great pleasure for me to be 
here as I have the greatest respect for the Baltimore 
association. In an organization of this kind, laid be- 
fore us today, you will see the advisability and necessity 
of looking forward and not backward, and considering 
the master plumbers of the United States and their 
locals, there must be something good in these asso- 
ciations. The association you are forming today I hope 
will be a part of the National Association.” 

Mr. Rothrock here introduced A. Selden Walker, of 
Newark, N. J., vice-president of the National Associa- 
tion of Master Plumbers. Mr. Walker’s remarks were 
very timely and to the point. “I came here today,” 
said he, “with great anticipation and I know it will be 
fully realized. I know that as a member of the na- 
tional association it has been the means of upbuilding 
my business. I honor any man who stands out for 
protection and in order to get it and meet with suc- 
cess, he must be loyal. To learn what loyalty means, 
attend the local meetings, keep track of your competi- 
tor and if we are loyal, we are bound to get protec- 
tion. I would like to go into this more deeply but as 
Mr. Trainor and Mr. Nolan have put the objects of 
association so well before you, it is not necessary for 
me to say more on the subject. You should formulate 
some plan whereby you will be of some benefit not 
only to Maryland, but the whole country.” 

Temporary President Rothrock thereupon appointed 
the following committee on credentials: James F. P. 
Carey, W. G. Hinkle, William F. Milan, Frank Knell 
and Lloyd Mitchell. 

The credentials of the members of the Baltimore 
association of master plumbers were put in as one 
and they guarantee their membership as a part of and 
hereby merge with the State of Maryland Master 
Plumbers’ Association. 

A committee was then appointed on constitution and 
by-laws by President Rothrock. 

Mr. Rothrock introduced Ex-president of the Na- 
tional Association Ed. J. Hannan, of Washington, who 
spoke as follows: “I hope all will have a pleasant and 
profitable time. There was adopted a few years ago, 
by the Baltimore local, resolutions for protection and 
they are of greater value today than when they were 
adopted. Today we should re-adopt them. The pen- 
cil shovers are the friends of the master plumbers and 
will not tell out of school on the other scholars, but 
will act in a friendly manner, helping us in all ways 


possible. Protection is in our hands and you must 
protect yourself. Where there is union there is 
strength. In joining hands with Baltimore the 


plumbers in the rest of the state will strengthen your 
cause as well as their own. I wish you all success at 
this convention and thank you for your attention.” 
As the list of master plumbers in the Red Book was 
not entirely accurate today, it was decided later on to 
go over this list, make corrections and set right the 
roster of Baltimore members and the balance of Mary- 
land. The association now formed will include practi- 
cally all of the master plumbers of the state of Mary- 


land. 
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A committee on resolutions was appointed »y the 
chair as follows: John Trainor, W. J. McCray, Au. 
gust V. Eidman, John H. McFarland, all of Baliimore. 
and L. G. Schultz, of Sykesville. 

As this was a one day’s convention, the constitution 
and by-laws of the Baltimore association were read 
and adopted, with a few changes and later the conven- 
tion will take it up and make such further changes as 
may be necessary. 

A by-law was adopted for the association to work 
for a state ordinance governing plumbing such as now 
exists in Baltimore. This will be put before the next 
legislature. 

Annual elections will be held in March, as in the 
past. 

Regular meetings will be held quarterly at the 
Knights of Columbus Hall, 109 W. Mulberry street, 
Baltimore, Md. 

The constitution and by-laws were adopted unani- 
mously by resolution of Mr. Carey, seconded by Mr. 
Kirwin. 

A motion was made and carried which made the 
temporary officers of the convention permanent off- 
cers until the next meeting which will be held next 
March. 

John B. McFarland, of Cumberland, was nominated 
and elected first vice-president. 

The following were nominated for second vice-presi- 
dent: Howard Boland and Loyd E. Mitchell of Ballti- 
more, and L. P. Schultz of Sykesville. Mr. Schultz 
gave way to Mr. Boland, who was declared elected. 

The convention then proceeded to the election of 
five directors to constitute a Board of Governors. The 
following were chosen, Lloyd E. Mitchell, James P. 
Carey, Frank Knell and William H. Mitchell, all of 
Baltimore, and L. P. Schultz, of Sykesville. 

When the election of sergeant-at-arms came up, one 
delegate suggested that as the sergeant-at-arms is not 
supposed to do much talking that Patrick Sherry be 
nominated (a general smile), and he was elected. 


Resolutions. 

The committee on resolutions reported the follow- 
ing resolutions: 

“Resolved, That the executive officers make out a 
list of all manufacturers and jobbers of plumbing ma- 
terials in the state of Maryland and distribute them to 
all members of the association and make changes from 
time to time as is necessary.” 

Resolution adopted. 

“Resolved, That a committee be instructed 
a bill to be presented to the next legislature of the 
state of Maryland, to cover all constructive plumbing 
work, to protect the public and have definite rules 
and regulations, under standard specifications and not 
for each plumber to use his own individual specifica- 
tions, so that the entire state shall have a uniform 
system.” 


LO draft 


Resolution adopted. 

“Resolved, that inasmuch as the installation of gas 
water heater requires skill, dealers unskilled in such 
work should not be permitted to handle and install 
such heaters. The public should be protected from 
such dealings, as it' is a danger to the health of the 
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people living in houses where such installations are 
made.” 

Resolution adopted. 

Mr. Trainor here moved that after the recess the 
next session in the evening be an executive session to 
transact confidential business. 

.djournment was then taken till 7:30 p. m. 


The Evening Session. 
The evening meeting at 7:30 and re- 
mained in executive session until 9:30, when the con- 


convened 


vention adjourned sine die. 


The Banquet. 

Following adjournment the delegates at once fre- 
paired to Hotel Rennert for the banquet. Here an 
elaborate menu was enjoyed while an Hungarian or- 
New York City furnished excellent 


chestra trom 
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rides today that I ever had in my lite, around your 
city. Il came here deeply interested in your work as 
a state association and, next to the national associa- 
tion, consider it all mmportant. We can always learn 
something new. It will be of great benefit to the state 
and to New Jersey, which | hope will follow your ex- 
ample and other states as well should do the same. 
Master plumbers are my friends. I have many friends 
in other trades and societies, but none are to me more 


than the plumbers are.” 


The first president of the new Maryland association, 
William H. Rothrock, spoke as follows: “I am one of 
Master 


\ssociation of Baltimore, and it is always a pleasure 


the old original members ot the Plumbers’ 


to me to work in the interests of the Baltimore asso- 


ciation and the National Association of Master 





The annual outing of the Baltimore Association of 


Friday, August 27. Master plumbers from other cities in 


Maryland, who attended the state 


Master Plumbers held at Miller's Park, Dundalk, on 


convention at Baltimore 


the day before, remained in the city and enjoyed this pleasant event, as did President Nolan, of Washington, and 


other gentlemen prominent in association work. The small building to the left in the picture is the famous Dun- 


dalk hotel. 


music. Everybody in attendance had a good time 
thanks to the careful preparations made by the com- 
mittee on arrangements which was headed by August 
V. Eidman. 

The toastmaster at the banquet was Mr. Trainor 
who introduced the first speaker in a most happy man- 
“Success stares us in the face and we 


ner as follows: 
some distinguished men with us tonight to assist 
us in this great work, prominent among them is Mr. 
lan, who occupies the high position of president of 
the greatest organization in the world, the National 
\ssociation of Master Plumbers, which is now in its 
twenty-eighth year.” 
President Nolan in expressing his delight at being 
present said: “It is a matter of great pleasure to m« 
be with my Maryland friends on this occasion and 
from the enthusiastic reception of the master plumbers 
in this state I have no fear but that results will show 
that vou couldn’t improve upon your work as an or- 
vanization. That word of advice, ‘loyalty, means a 
great deal and you can handle it as it should be.” 
A. Selden Walker, the national vice-president, was 
introduced and he also made a hit: “I have enjoyed 


this day in Baltimore and had one of the most glorious 


Plumbers ot the United States. It affords me great 
pleasure to introduce to you one who has been of great 
assistance in Baltimore, the assistant health commis- 


sioner, Dr. J. Hampton Jones.” 


Dr. Jones’ remarks wers 


and were well received: 


listened to with interest 
“As to plumbing, | can’t say 
so much, but as to organization, we of the medical 
profession have learned by sad experience that organi- 
Among the 75 to 100,000 
men ot the protession, we could not show the strength 


zation will cure many evils. 


of 100 men such as Rothrock, without organization, but 
with it we have set in motion ideas which have brought 
big results. The association organized today will re- 
dound to the credit of all who are interested and to 


the citizens of the state.” 


The president of the Builders’ Exchange, Mr. Stack, 
spoke as follows: “I congratulate you on your suc- 
cess in making so compact an organization in the 
state of Maryland and it will surely make possible the 
ends in view. We are not plumbers but are connected 
with the building trades. Our object is to promote 
We all honor 


know so 


the best interests of the building trade 


Mr. Trainor, your past president, whom 
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well. If you want to attain the highest aims you 
should belong to your trade organization.” 

Mr. Scape, secretary of the Builders’ Exchange, said 
a few words which were appreciated: “Our associa- 
tion has taught us one thing, that when we think of or- 


ganization, we are in the primary school, when 
the plumbers are considered. Without organization it 
could be likened to a ship without a pilot. Organiza- 


tion makes men better. Our schools are but tne be- 
ginning of organization. The work you have done has 
been beneficial and the work you will continue to do 
will be more beneficial than ever.” 

Ed. J. Hannan, of Washington, showed his interest 
by the following speech: “I have only one regret and 
that is that I am not a member of your organization. 
[ am not an after dinner speaker. We have the repu- 
tation of making a lot of money, but look at Rothrock 
and myself. You dont see any millionaires, do you? 
Even though [ haven’t a million I have the pleasure of 
meeting sO many master plumbers in the United 
There is a whole lot in organization and much 
pleasure. We should be organized to know each other. 
Some have not belonged to the national association, 


states. 


but when you do, you will know more of the pleasures 
and the benefits.” 

Mr. Trainor closed the banquet as follows: “The 
Baltimore association has the warmest appreciation 
for those who represent the press and all members of 
the plumbing trade want the truth and the whole of it. 
[There has been a rumor abroad that the plumbers’ 
association does not enjoy the confidence of the peo- 
ple, that its motives were not pure and honorable. 
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They do not get the facts and get at the bottom. The 
plumbing organizations have the trust of the people 
everywhere. We attend to our business and let that 
of others alone. We have finished our work and the 
results will show for themselves. Make Baltimore and 
the headquarters of the plumbing association your 
headquarters when you visit us in the future.” 


Convention Notes. 

John Trainor is a forceful and logical speaker whose 
remarks and addresses always command the interest 
of those within hearing. 

Charles Fredericks, the newly elected secretary, re- 
turned from Europe just in time to hear that he was 
elected. 

William H. Rothrock is one of the pioneer master 
plumbers in the state and he has many friends in the 
trade. 


BALTIMORE PLUMBERS’ ANNUAL OUTING. 

Early Friday morning, August 27, the day after the 
convention, the Baltimore plumbers betook themselves 
with the delegates and guests from other cities out to 
Miller’s Park, Dundalk, where a most enjoyable outing 
and picnic was held. A crab roast, a famous dish in 
this part of the country, was served, and later a regu- 
lar shore dinner was enjoyed. Plenty refreshments 
were served throughout the day making it a pleasant 
and memorable event. A ball game was played which 
developed some players who may not be plumbers 
long, should the National and American League teams 
hear about them. 

Thus ended one of the most successful and en- 
thusiastic conventions ever held in this part of th: 
country. 

Echoes from the Outing. 

August V. Eidman is almost everywhere at once and 
therefore an ideal chairman of a committee on ar- 
rangements. 

Mr. Butts, one of the city plumbing inspectors, is 
an expert at eating crabs and he conducted a crab eat- 
ing school. 

Mr. Northrup, of Barber & Northrup Machine Co., 
of Herlock, is the greatest story teller known and his 
friends will put him against anyone in a contest. 

P, Trainor was a great success as an umpire al- 
though some of his decisions caused great excitement 
on the diamond. 

Harry Sherman. 
A Popular Man. 

“What makes that fellow so popular?” 

“He’ll listen to your troubles without insisting 
telling his.’—Louisville Courier-Journal. 


Stopped Him in Time. 


“Tt is time,” said the speaker, “that we had a moral 


awakening in this town. Let us gird up our loins. Let 
us take .off our coats Let us bare our arms. Let 
9) 
tiis——_— 
“Hold on now,” screamed an angular lady, wh $ 
seated near the platform; “if this is to be a moral 


awakening don’t you dare to propose to take off an- 


other thing.” 


<<" —3 = on 
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Take Out the Coil. 


Before the winter fires are lighted is the time to get 
the coil-in-the-furnace question settled. There is just one 
good way of settling it and that is by taking out the coil 
altogether and using an IDEAL Tank Water Heater. 
The dealer’s reminder to his customers frequently produces 


the forgotten job. 


IDEAL Tank Water Heaters are 
made with the same care and under the 
same supervision as IDEAL Boilers and 
AMERICAN Radiators. This alone 
should warrant the confidence of the 
Trade without the further clinching 
fact that they invariably settle the hot- 
water problem. 


IDEAL Arco Tank Heater. | \WERICN Y [DEAL 


A Heating Outfit is More Efficient with NORWALL and SYLPHON SPECIALTIES 


AMERICAN RADIATOR COMPANY 


General Offices, 282-286 Michigan Ave., Chicago. 














New York Cincinnati Cleveland Atlanta Brantford, Ont. Denver 
Philadelphia Boston Milwaukee Minneapolis Seattle St. Louis 
Pittsburg Buffalo Indianapolis Kansas City Omaha San Franciseo 


Washington 











NEW YORK NEWS 


Rochester, N. Y. 


Rice & Kiefer have engaged in the 


plumbing business and have established themselves at 
357 Clinton avenue, North. They would like to hear 
from dealers in their line. 

Rochester, N. Y.—Louis C. Paulus, for a number of 


years foreman tor the James McDonnell Company, and 
MI. J. O'Donnell, formerly treasurer ot the same com- 
pany, have formed a partnership under the name of 
Paulus & O'Donnell and have opened a plumbing and 


heating establishment at 237 Monroe avenue. 


Brooklyn, N. Y. 
plumber, (1 


his son, Fames A., 


James G. Sutphin, the well-known 
646 Manhattan taken 
into the tirm, and in the future the 


master has 


avenue, 


business will be known as James G. Sutphin & Son. 
This firm has just secured the contract to install the 
plumbing and gas fitting in eight apartment houses 
on Norn venue, 

Fulton, N. Y.—luell Brothers have erected a new 
building, 26x40 feet, which adjoins another building, 
20x45 feet, for their plumbing and heating business. 
The new building has been titted up with attractive 
ffices and display of modern fixtures, while the rear 
building is devoted to shop and storage purposes. They 


ive at present engaged with the plumbing and steam 


heating in the bkulton city hospital, a $5,000 contract. 


N. Y.—Joseph H. 


Rassett. of this 


Dunne, formerly with 
the 
account at 


Rochester, 
Howe & 
plumbing and 


44.) kenct 


city, has engaged in 


heating business on his own 


\lain street, where he has opened an attractive 








‘Three of a Kind, Hard to Beat.” They will be instant- 


ly recognized by many as Messrs. Downs & Dunn, (their 
noble assistant stands, in the center of the group), popu- 


plumbing trade at Rochester, N. Y 


Winslow 


lar members of the 
Photographs h\ Ow Nir 
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store. An artistically arranged display of mode 


1 fix. 
tures and a neat ofhce are in pleasing evidence. Mr 
Dunn would be pleased to receive catalogues and dis- 


count sheets from manufacturers and jobbers of 


plumbing and heating goods, specialties and tool 


NEWS FROM PENNSYLVANIA 


Mt. Union, Pa.—B. W. Reeder has the contract for 
the plumbing work in the Beers hotel. 

Lebanon, Pa.—Harry Zerman is doing the plumbing 
work in six new cottages at Mt. Gretna, Pa. 

Palmyra, Pa.—K. S. Geiger has the plumbing work in 
five new houses which are in course of construction. 

Marysville, Pa—R. A. Jefferies has started work 
on his plumbing contract in the Reform parsonage 





Gettysburg, Pa.—A vacuum system of heating will 
be installed in the A. Eckert residence by R. D. Armour 
WN Son, 

Gallitzin, Pa.—Jas. P. Brenan is placing a hot water 
heating system in the new residence being erected on 
Main street. 

Reedsville, Pa. 


contract for 


‘McClenahan Bros. have secured the 
steam heating, plumbing and electrical 
work in the new three-floor bank at Bellville, Pa. 

Lebanon, Pa.—Altenderfer & Tyson are doing the 
heating and plumbing in H. F. Eby’s new residence and 
installing plumbing systems in three cottages at Mt. 
Gretna. 

Annville, Pa.—H. W. Miller’s $1,000 bid secured the 
hot water heating contract for the new Lincoln school. 
Mr. Miller is installing vacuum heating in C. Kreeder’s 
‘ew residence. 

New Port, Pa.—Harry McKee has recently secured 
the contract for a hot water heating plant in S. A. 
Ickes’ new residence; also the plumbing in the S. D. 
Myer’s building on second street. 

Lewistown, Pa. & Oles have the contract 
for hot water lreating and plumbing in S. S. Woods’ 
residence. They are also doing the heating and plumb- 
ing in the Shaw sisters’ residence. 


lfurman 


Huntingdon, Pa.—R. Allison Miller, successor to C. 
C. Goodman, has a $3,000 contract for plumbing and 
heating the new fireproof garage. He also has a num- 
ber of smaller hot water heating jobs under course ot 
construction. 

Philadelphia, 
119-121 S. 


ported to have been awarded the contract to instal! the 


Pa.— The D’Olier Engineering ‘Com- 


pany, Eleventh street, of this city, are re- 
power pipe equipment piping, heaters, etc., at the Navy 
Yard at Puget Sound, Washington. 
tract said to be $57,950. 

Lebanon, Pa. 
tracts on the Lebanon Utility Company’s books are hot 


Amount of con- 


Among the plumbing and heating con- 
| 


water heating plants in three new houses for Swop & 
Gebhardt, $2,000; steam heating system in Emans or- 
phan house, $3,000; plumbing and hot water heating in 
Geo, Painter’s new residence at Myerstown, $950 
New Port, Pa.—H. T. 
of excellent plumbing and heating contracts recently, 
which is J. S. Whitmore’s new 


Keim has secured a number 


AMON 























is to be equipped with modern plumbing and hot wa 
ter licat. Mr. Keim also has the contract for a 
heating plant in the S. D. Myer’s building on 


steam 
Second 
stre 

Lebanon, Pa.—The following are among the contracts 
Dutton’s 

$2,000: 
plumbing and hot water heating in Catherine Reinell’s 


on ‘seo. Schreiber’s books at present: F. B. 


new residence, steam heating and plumbing, 


two new houses, $1,400; plumbing, heating and gas sys 
tems in Wm. Haak’s new residence, $700; plumbing and 


stearn heat in two new houses tor Buftamoyer & Son, 


$90U. 


BOSTON AND NEW ENGLAND 


Greenfield, Mass.—The contract for replumbing the 


Pleasant street school has been awarded to j B. 
Kennedy. 
Leicester, Mass.—Edward F|.. Jerome has been 


awarded the contract for plumbing the town hall and 
is to begin the work at once. 
Pittsheld, Mass. 


tion school house has been awarded to W. G. 


The contract for plumbing the junc- 
Barckus’ 
Sons at their figures of $2,475. 

East Hartford, Conn.— [he 
with H. Frank Beck to instal a heating system in Wells 
hall There will be 632 feet 

Leominster, Mass.- 


minster 


selectmen have contracted 


of radiation. 
Le )- 


B. Madone of the 
Plumbing Company has purchased the interest 


George 


of his partner, Joseph H. Alvord, in the business and 
will conduct it himself in the future. 
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Intermediate Sections, 25 
Series Improved Capito! Boiler 








BRANCHES: 
NEW YORK 129 Worth St. 
CHICAGO 34 Dearborn St. 


OMAHA 916 Farnam St. 
DETROIT 139 Jefferson Ave. 
KANGAS CITY OFFICE 
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Mmiuse= No Air Pocket 
in the Capitol 


When you examine a boiler with “thin waterways’? 
note carefully this one point—are they so shaped that full 
benefit is received from the drop legs °’ 
difference the opening makes. 
strike the crown sheet and all waterways in the fire 
chamber because the openings in the drop legs allow the 
burning gases to circulate freely and reach all corners. 
No “‘air-pocket’’ between the sections of Capitol Boilers. 


MINNEAPOLIS, MINN., 
ST. LOUIS, MO., L. 
DENVER, COLO., Kellogg & Stokes Stove Co 
413 N. Y. Life Bld. DULUTH, 


Holyoke, Mass. 
hled in the 
Burton L 


A voluntary petition in- bankruptcy 
United 
Dobbs, a local plu 


at S567 and his assets at $65 


has heen State ~ Cit “1111 ‘ L} t 
s3oston by 
places his liabilities 


Adams, Mass. 


the saloon firm of Carpenter & Bowe and wil 


George Bowe has sold his interest in 


the plumbing business of Haggerty & Bowe ot 
firm he has been a member for a number ot years past 
~The 
school building 
Pipe & Blower 


to exceed $4,700. 


, : 
lor neating ind ven 


Windsor, Conn. 
the public 


contract 
tilating has heen OiVed tO 


the Sterling Company of Harttord tor 


sum not The heating will probably 
be sublet to some local concern 

Brockton, Mass.—The city tinance committe: hich 
is looking into the matter of new heating plant at 
the city hall reports that a plant such as the city d: 
sires would cost about $3,000. No definite action has 
yet been taken in the matter. 

Fall River, Mass. Jh: American Plumbine = and 
tleating Company had housewarming in its new 
building on South Main street a few evenings ago 


which was thoroughly enjoyed by t hie thirty or more 


invited guests who were present 


Worcester, Mass.—Following is a list of recent plumb 
William 


street owned by 


tenement house at 
Dupon \ 


Ferdinand street. 


ing contracts: € ()stberg. 
413 Shrewsbury 


\. Ridyard, 


LKdward 


tenements, 20 owned by 


“rothers; Thomas J. McManus, tenements, 1286 
\lain street, owned by P. S. Gallagher; Tucker & Ric: 
dwelling house, rer (4 and Illinois street, 
owned by George Hubbard 





Note whata 
The burning gases really 


Catalog? 


hited States Heater (ompany 


General Offices and Works: Fort St. and Campbell Ave., DETROIT, MICH. 





SALES AGENCIES 
Plumbing & Ss. F Supplies (‘oO 
M. Rumsey Manufacturing Co 


MINN.. Duluth Plumbing Supply Co. 








SOUTHERN NOTES 


Wheeling, W. Va.—Wm. Hare’s Sons, 46 Fourteenth 
street, have received the plumbing contract upon the 


city building at their bid of $1,594 









































Quitman, Ga.—R. W. Chenoweth of this place has 
been awarded the plumbing and heating contract for 
the Quincy H[lotel, located at Quincy, Florida, the con- 
sideration being $5,500. 

Wheeling, W. Va.—Robert W. Kyle & Company, 
1155 Market street, of this city, have been awarded the 
contract for heating by steam the city building, at a 
consideration of $3,447.24. 


WITH THE MAKERS 


Improvements in Test Plugs. 

A little here and a little there, but in the total a 
vast improvement goes on in the working equipment 
of the up-to-date plumber. J. H. Brown, of Keene, 
N. H.. makes this test plug, by using which the plumber 


SAVES; 
l. Single hubs. 
2. Double hubs. 
3. Expensive roof collars 
4. Time. 


In use the plug is inserted inside the 4-inch vent 
where it passes through the roof, and turn the thumb- 
screw, compressing the rubber until it stops the pipe 

















A time-saving testing plug. 


completely. When the vent system fills under test, 
holes through the plug allow the water to flow out of 
the pipe, and it runs away over the deflecting shield; 
the water does not run back down the soil-pipe into 
the building. When the test is completed, the plug is 
taken out and metal is turned over the top of the 
pipe to make a good weather joint. Oh, yes, we think 
Mr. Brown would sell you one if you wrote him. 


DOMESTIC ENGINEERING 


The New Humphryes Trade Mark. 

The Humphryes Mfg. Company, of Manstield, Ohio. 
has recently adopted a new trade mark as shown jn 
the accompanying illustration. About August Ist the 
company began to place on every piece of its porcelain 
enameled iron sanitary ware, pumps, cylinders, etc., a 
label bearing this trade mark, and in the future no 
piece will leave its factory without being labeled. The 
trade mark is very attractive and appropriate to the 





The trade mark of the Humphryes Mfg. Company, of 
Mansfield, Ohio. 


Humphryes’ line, which is known as “The Standard of 
the World.” It is in four colors: red, yellow, black and 
white, and it bears, as will be noted, a clear outline 
of the statue of Liberty. The Humphryes Manufac- 
turing Company desires to impress upon the trade that 
its factory is operated with the end in view of pro- 
ducing the highest possible perfection in its output and 
it hopes that the appearance of its trade mark on its 
products will be convenient and useful to the trade. 


PATENTS 


931,019. Drain Connection. Edward L. Dawes, New 
Brighton, and John C. Reed, Pittsburg, Pa., assignors 
to Standard Sanitary Manufacturing Company, Pitts- 
burg, Pa., a Corporation of New Jersey. Of the six 
claims made for this invention the first one is as fol- 
lows: “The combination of an enameled sink provided 
with a drain opening surrounded by a gradually slop- 
ing depression, a drain pipe and a connection interme 
diate the drain pipe and the sink at the drain opening, 
a portion of the connection extending within the sink 
above the bottom of said depression.” 

930,386. Valve for Liquids. Karl Kiefer, Cincit 
nati, Ohio. 

929,800. Vacuum Steam-Heating System. /ames L. 
Sparks, St. Louis, Mo., assignor to Automatic Vacuum 
Pump Company, St. Louis, Mo., a Corporation of Mis- 

















